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Message Text 

UNCLASSIFIED 

PAGE 01 PARIS I945I 05I958Z 
ACTION HEW-06 

INFO OCT-OI EUR-I2 ISO-00 OES-07 EB-07 COME-00 /033 W 

060699 052000Z/73 

P05I8I9ZJUL77 

FM AMEMBASSY PARIS 

TO SECSTATE WASHDC PRIORITY 5149 

UNCLAS PARIS 19451 

EO 11652 N/A 

TAGS: OGEN ETRD EIND TBIO XB XE XG XU 
SUBJECT: FDA ADVIVORY- POTENTIAL FOR FAILURE OF 
MEDICAL DEVICE (RECALL T-1 18-7) 

REESTATE 151377 

1. POST CONTACTED M. RAVUT OF COMPAGNIE FRANCAISE 
DE PRODUITS OXYGENES (154 RUE DE L'UNIVERSITE, 

75007 PARIS) DISTRIBUTOR FOR PURITAN-BENNETT CO. 

(OAK AT 13TH STREET, KANSAS CITY, MISSORI 64106) 

CONCERNING SUBJECT RECALL. 

2. M. RAVUT STATED RECALL LETTER OF APRIL 25 HAD BEEN 
RECEIVED AND ENCLOSED INSTRUCTIONS HAD BEEN FORWARDED 
TO USERS OF DEVICE. 

3. NO INCIDENTS OR MALEUNCTIONS HAD BEEN REPORTED. 

GAMMON 


UNCLASSIFIED 
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Copy: SINGLE 

Sent Date: 05-Jul-1977 12:00:00 am 
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Decaption Note: 
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Disposition Remarks: 

Document Number: 1977PARIS19451 
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Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770238-0686 

Format: TEL 
From: PARIS 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770791/aaaadbqy.tel 

Line Count: 41 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
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Page Count: 1 
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Previous Classification: n/a 
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